HERSHEY ESTATES GREENHOUSES, HERSHEY, PA. 


In the center of the Hershey Rose Garden is *7 
a pool of clear spring water, which reflects £ 
the colors of the roses when in bloom, and °. 
the water is calm and still. The embankment < 
roses have been selected for their brilliant 
colors. The garden contains 32,000 plants of 
more than 750 varieties. • 
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Pergola and Reflecting Pool of the Hershey Rose Garden , Hershey, Pa. 
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